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SAGE  CHAPEL,  CORNELL  UNIVERSITY 
Sage    Chapel,    Cornell    University,  Ithaca, 
N.  Y.  in  the  Finger  Lakes.    Sage  Chapel  is 
one  of  the  oldest  buildings  on  the  campus. 

It  is  filled  each  Sunday  by  members  of  the 
student  body  and  faculty.  A  great  number 
of  Cornell  University  graduates  have  been 
married  in  Sage  Chapel. 
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